To:  Burden,  David[Burden. David@epa.gov] 

From:  Lowrance,  Richard 

Sent:  Wed  8/12/2015  12:36:38  PM 

Subject:  FW:  PLEASE  READ:  Colorado  Technical  Assistance 


FYI 


Richard 


Robert  Richard  Lowrance 
Supervisory  Biologist 

Director,  Ground  Water  and  Ecosystems  Restoration  Division 
National  Risk  Management  Research  Laboratory 
USEPA-Office  of  Research  and  Development 
Address: 

Robert  S.  Kem  Environmental  Research  Center 

919  Kerr  Research  Road 

Ada,  OK  74820 

Office:  580-436-8518 

Cell:  580-574-9668 


From:  Sonich-Mullin,  Cynthia 

Sent:  Wednesday,  August  12,  2015  7:27  AM 

To:  Gilliland,  Alice;  Speth,  Thomas;  Lowrance,  Richard;  Holdsworth,  Thomas;  Princiotta,  Frank 
Cc:  Smith,  Kelly;  Thurston,  Hale;  Young,  Douglas;  Nunez,  Carlos;  Subhas  Sikdar;  Fredrickson, 
Herbert;  Kozlowski,  David;  Hayes,  Sam;  Hawthorn,  Steve;  McKinney,  Doug;  Hadley,  Angela; 
Hubbard,  Carolyn;  Hartzell,  Evelyn;  Walling,  Joyce;  Bowling,  Charlena;  Waits,  Abby;  Kasper, 
Sandy;  Sayles,  Gregory;  Koglin,  Eric 
Subject:  PLEASE  READ:  Colorado  Technical  Assistance 
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As  you  all  are  aware,  NHSRC  is  leading  ORD’s  response  and  assistance  to  the  Colorado  Spill 
into  the  Animas  River.  In  an  effort  to  coordinate  our  support  and  communication  with  NHSRC, 
I have  asked  Kelly  Smith  to  serve  as  NRMRL’s  Point  of  Contact  regarding  any  requests  for 
assistance. 


Greg  Sayles  and  Eric  Koglin,  NHSRC,  will  work  through  Kelly  regarding  any  requests. 
Working  through  one  POC  within  NRMRL  will  facilitate  their  efforts  in  addition  to  avoiding 
duplication  of  effort.  Additionally,  Kelly  will  keep  us  updated  regarding  needs  and  progress. 
The  Emergency  Operations  Center  (EOC)  has  now  been  activated  and  ORD  is  staffing  its  desk 
which  will  provide  real  time  updates  as  needed.  It  is  my  understanding  that  the  current  need  is 
for  sampling,  lab  analysis  and  field  tests. 


I understand  that  you  or  your  staff  may  receive  requests  directly  from  the  regions  or  program 
offices.  Kelly’s  appointment  is  not  meant  to  impede  those  interactions.  If  you  are  contacted 
directly,  please  coordinate  with  Kelly.  She  will  in  turn  inform  NHSRC. 


Thank  you  for  your  support  of  this  important  issue. 
Cindy 

Cynthia  Sonich-Mullin 

Director,  National  Risk  Management  Research  Laboratory 
Office  of  Research  and  Development 
U.S.  Environmental  Protection  Agency 
26  W.  Martin  Luther  King  Jr.  Dr. 

Cincinnati,  Ohio  45268 
Phone:  513-569-7923 
Mobile:  513-560-5043 
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